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Medical Education Department 

TENDER NOTICE 
No. 63 -18626 / 2007/MCT . 

Scaled competitive tendens are iavited for the supply of Syringe Infusion Pump required for 
The Department of Medicine , Medical Collecte Hospital, Thiruvananthapuram . Tenders should be superscribed , 
" Tender numbered ind addressed to the Principal, Medical College , Thiruvan inthapurun - 11 and submitted 
to this office befor due date and time . 


Tender No. - 320 /07 . 
Cost of tender form : 

Original - Rs. 450 

Duplicate - Rs . 225 
Last date and time for sale of tender form - 28 - 2-2008 , 3 p .m . 
Last date and time for receipt of tender form - 29-2 -2008 , 2 . 30 p . m . 
Date and time of opening of tenden - 29 - 2 -2008 , Sp. m . 

Tender forms can be hud from the Ofice of the Principal, Medical College , Tinivananthapuram - 11 
upto 3 p . m . on working days . Tendar formycin be obtained by post, if required , by remitting 
the duc amount with Rs. 50 extrany Nie chirge by way of Money Order, added to the Principal, 
Medical College , Thiruvananthapuram - 11 on or before 20 - 2 -2008 . No other form of remittance through 
post will be accepted . 
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Medical College , 
Thiruviniinthapuram . 
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TENDER NOTICES 


No . S5 -285 / 2008 /MCC . 

Sealed and competitive tenders in the preparibed form are invited from the manufacturers or 
nuthorized supplien for the supply of Bulbs and Surgical Instruments to the Department of Ophthalmology , 
Medical College , Kozhikode. 

Estimate Cost - Rs . 1, 81, 150 . 

Tender forms can be had from the Ollice of the Principal, Medical Collere, Kozhikode directly 
on paymcrit of Rs. 416 (Rupecs Four hundred and sixteen only ) on or before 18 -2 - 2008 , 11 . 30 a . m . or by 
registered post on or before 11- 2 -2008 producing Money Order taken in favour of Principal, Medical College , 
Kozhikode for Rs. 153 (Rupées Four hundred mnd filty thr e Only ) . Tünlers should by superscribed in 
45 . - 285 / 2008 MCC " and addressed to the Principal Medical College, Kazhikode. Tenders should be 
submitted on or before 18 - 2 - 2008 , 12 Noon , Belted tender will not be ccepted . Euch tender should be 
submitted along with an agreeinent signed and executed in Kerala SunD Paper Warth Rs. 50 an EMD 1 % 
of the total cost of the items tendered for . The tenders will be opened on 18 -2 - 2003 E 12 .30 p . , in the 
presence of the tenderen or their autorized reprezentives . 

Rate should he quoted in Indian Rupees only gainst payment . The tenders which do not satisfy the 
conditions and the tenders without the greemdat ini su licient Earn Money Deposit are liable to be rejected 
without any notice . Cheque , Drafts , Pasuuge Stamps etc . will not be accepted towards the cost of the tender 
forms. Stimp Paper will be supplied to the firing otitside Kerk , on request, along with the remittance of 
Rs. 87 (Rupees Eighty Seven paly ) by Mancy Orlee talca in favour of Principal, Medical College , 
Kozhikode. 

Further details can be hd from the Olide of the Principal , Medical College , Kozhikode during 
Working hours . 
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Scaled and competitive tenders in the prescribed forms are invited from the manufacturers or 
authorized supplier for the supply of 10 Nos of Disposable Suction Irrigation Cautery to the 
Department of Urology , Medical College, Kozhikode. 

Estimate cost is Rs . 2 Lakhs . 

Tander forms can be had from the Ollice of the Principal, Medical College, Kozhikode directly 
ili - Payinerilt n R 1, 1-1 [ Filitz Talr lili Talread slInd Site T1 ITily 1 ITI IRF before I = = 10:31, 11 , 11 Fl. III . 
or by registered post on or before 11 - 2 - 2008 producing Money Order taken in fyour of 
Principal, Medical College , Kozhikode for Rs. 453 ( Rupees Four hundred and fiftythrer Only ) . " Tenders 
should be superscribed as " S3/398 / 2008 /MCC " and ddressed to the Principal. Medicul College. 
Kozhikode. Tenders should be subrnitted on or before 13 - 2 - 2003 , 12 Noon Belated tenders will not 
be accepted . Fach tenders should be submitted along with an agreement signed and executed in 
Kerala Stamp Paper Worth Rs. 50 und EMD @ 1 % of the total cost of the items tendcred Gr. The 
tenders will be opened on 18 - 2 - 2008 at 12 . 30 p . m . in the presence of the tenderen of their authorized 
TE TITLE IN 

Rata should be quoted in Indian Rupees only against payment. The tender , which do not satisfy 
the conditions and the tenders without the greement and fulficient Earnest Moncy Deposit , are liable to be 
rejected without any notice. Cheque , Drafts, Postage Stamps etc., will not be accepted towards 
the cost of the tender forms. Stamp Piper will be supplied to the firms outside Kerala , on request 
along with the reinittance of Rs. 37 (Rupees Eightyseven only ) by Money Order lenin 
favour of Principal, Medical College, Kozhikode . 

Further details can be hund from the Office of the Principal, Medical College during working 
hour. 
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Namco Item with Specification 
Handle - Handle should have a pistol grip 

Should be able to connect with an electro cautery device 

Handle should have a locking mechanism to attach the hook 
Hook -- Should have 34 cm length 

Should be a right angled book 
Should be able to do section and irrigation with the g me probe 
"The Suction irrigation tube should have a metallic hook adiached to it 

which can be retracted as per the requirement 


Medical Colkge . 
Kochiloda . 


